DOCKETED ITEMS       17

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Lirnitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

DOCKET 50-184 NATIONAL INSTITUTE OF STANDARDS & TECHNOLOGY
REACTOR

S. Reportabie occurrences, LERs & related correspondence

9004300153 R0:on 900417,Shim V failed to drop from 12 degrees upon manual
scram.Scram reset & shim driven to lower limit. Possibly caused by dirt on ball nut
assembly or difficulty in turning clutch plate.Bearings replaced.
ROWE.J.M, National Institute of Standards & Technology (formerly National Bureau of
Standa. 90/04/25. Document Control Branch (Document Control Desk). 2pp.
53656:215-53656:216.

9005220119 R0:on 900505,leak discovered in cooling water basin steam lines.Caused
by increasing tritium levels in HX.Permanent plug installed in steam line.
ROWE.M.J. National Institute of Standards & Technology (formerly National Bureau of
Standa.   90/05/15.   Document  Control   Branch   (Document  Control   Desk).   2pp.
53901:351-53901:352.

DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA

P. Operating license stage documents & correspondence

9005040074 Forwards add! info re 860926 application.per NRC 891121
request.Proposed Tech Spec pages & suppl also encl.

MEYER.W.A., MCKIBBEN.J.C. Missouri, Univ. of, Columbia, MO. 90/04/25. Office of
Nuclear Reactor Regulation, Director (Post 870411). 4pp. 53739:071-53739:079.

-9005040076 Proposed Tech Specs assuring that reactor fuel operates within accepta-
ble design considerations to maintain fuel integrity.

*  Missouri, Univ. of, Columbia, MO. 90/04/25. 5pp. 53739:075-53739:079.

DOCKET 50-193 RHODE ISLAND & PROVIDENCE PLANTATIONS AEC

F. Security, medical, emergency & fire protection plans

9005140005 Approves of proposed upgrading to facility Physical Security Plan LA-CP-
87-27, "Nonpower Reactor Sabotage Study (U)."

MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj.
Dir.(891001-900602). 90/05/09. DIMEGLIO.A.F. Rhode Island, State of. 3pp.
53819:346-53819:348.

DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9004200530 Forwards SALP Repts 50-206/90-02,50-361/90-02 & 50-362/90-02 during
period Oct 1988 - Jan 1990.Performance acceptable however several concerns
identified.Mgt meeting to discuss assessment results scheduled for 900425.W/o encl.
MARTIN.J.B. Region 5, Ofc of the Director. 90/04/11. RAY.H.B. Southern California
Edison Co. 2pp. 53916:252-53916:254.

-9005240300 Forwards SALP Repts 50-206/90-02,50-361/90-02 & 50-362/90-02 for
period Oct 1988 - Jan 1990 & proposed forwarding Itr for review.
ZIMMERMAN.R.P. Region 5, Ofc of the Director. 90/04/11. MARTIN.J.B. Region 5,
Ofc of the Director. 2pp. 53916:255-53916:256.

-9005240294 SALP Repts 50-206/90-02,50-361/90-02 & 50-362/90-02 for Oct 1988 -
Jan 1990.

*  Region 5, Ofc of the Director. 90/04/11. 45pp. 53916:257-53916:301.

9004260220 Ack receipt of 900328 Itr transmitting Rev 27 to physical security
plan.Since some proposed changes may have policy implications,rev submitted to
NRR for appropriate action.

PATE.RJ. Region 5, Ofc of the Director. 90/04/19. MORGAN.H.E. Southern Califor-
nia Edison Co. 3pp. 53615:330-53615:332.

9004270156 Forwards safeguards security plan for headquarters review. W/o security
plan.

PATE.R.J. Region 5, Ofc of the Director. 90/04/19. MCKEE.P.F. Special Inspection
Branch. 2pp. 53634:117-53634:118.

9005080379 Forwards Insp Repts 50-206/90-07,50-361/90-07 & 50-362/90-07 on
900211-0324.NO violations noted.

RICHARDS.S.A. Region 5, Ofc of the Director. 90/04/23. RAY.H.B. Southern Califor-
nia Edison Co. 2pp. 53763:325-53763:340.

-9005080382 Insp Repts 50-206/90-07,50-361/90-07 & 50-362/90-07 on 900211-
0324.No      violations     noted.Major      areas      inspected:      operational      safety
verification.radiological protection, security & evaluation of plant trips & events.
JOHNSON.P.H. Region 5, Ofc of the Director. 90/04/23.14pp. 53763:327-53763:340.

9005030186 Revised EPIPs.including Temporary Change Notice (TCN) 1-2 to Rev 1 to
S0123-VIII-0.200,Rev 2 to S0123-VIII-0.201.TCN 0-11 to Rev 2 to S0123-VIII-
0.302TCN 0-1 to Rev 0 to S0123-VIII-30.4.W/900427 Itr.

PLAPPERT.R.D. Southern California Edison Co. 90/04/27. 203pp. 53691:005-
53691:207,

9005220375 Forwards Insp Repts 50-206/90-13,50-361/90-13 & 50-362/90-13 on
900312-0406.No violations or deviations noted.

RICHARDS.SA Region 5, Ofc of the Director 90/05/02. RAY.H.B. Southern Califor-
nia Edison Co. 2pp. 53901:046-53901:063.

-9005220380 Insp Repts 50-206/90-13,50-361/90-13 & 50-362/90-13 on 900312-
0406.No violations or deviations noted.Major areas inspected:various vital areas &
equipment in plant,followup & resolution of enforcement items & LER & Part 21 repts.
JOHNSON.P.H. Region 5, Ofc of the Director. 90/05/02. 16pp. 53901:047-53901:063.

9005140032 Forwards Rev 28 to physical security plan.Rev withheld (ref 10CFR73.21).
MORGAN.H.E. Southern California Edison Co. 90/05/03. Document Control Branch
(Document Control Desk). 1p. 53819:349-53819:349.

9005210189 Ack assignment as NRC Region V representative to coordinate w/NRC
Annual Exercise Planning & Scenario Development Committee.First planning meeting
scheduled on 90051 S.Exercise checklist encl.

BELLIS.K.M. Southern California Edison Co. 90/05/09. QUALLS.P. Region 5, Ofc of
the Director. 9pp. 53874:016-53874:024.

9005230086 Ack receipt of 900215 Itr transmitting Rev 3.1  to SONGS emergency
plan.Plan continues to meet stds of 10CFR50.47(b) & 10CFR50,App E.
YUHAS,G.P. Region 5, Ofc of the Director. 90/05/15. RAY.H.B. Southern California
Edison Co. 1p. 53907:356-53907:357.

H. General correspondence

9005040147 Responds to 900403 Itr re concern expressed by constituent re util request
to convert License DPR-13 to full term OL NRC satisfied w/util implementing com-
pensatory administrative controls to assure plant safety.

TAYLOR.J.M. Ofc of the Executive Director for Operations. 90/05/02. PACKARD.R.
House of Rep. 8pp. 54372:022-54372:034.

-9005040150 Requests response to concern expressed by constituent, B Geismar.re
util request to convert license to full power.

PACKARD.R. House of Rep. 90/04/03. CARR.K.M. NRC - No Detailed Affiliation
Given. 1 p. 53739:015-53739:025.

I. Financial information

9005240280 Forwards cash flow statement & annual rept to Securities & Exchange
Commission for 1989.

GON2ALES.J. Southern California Edison Co. 90/05/19. Document Control Branch
(Document Control Desk). 48pp. 53921:001-53921:048.

P. Operating license stage documents & correspondence

9005030187 Advises that util preparing analysis to demonstrate that tornado mods pro-
posed for facility not necessary based on probabilistic risk assessment
techniques.Submittal of analysis rescheduled until 900830.

NANDY.F.R. Southern California Edison Co. 90/04/01. Document Control Branch
(Document Control Desk). 1p. 53705:085-53705:085.

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004240179 Forwards application for amend to License DPR-13,consisting of Proposed
Change 217 to modify sys to provide two electrical buses per 480 volt train w/addl
manual transfer bus.W/two oversize figures.

RAY.H.B. Southern California Edison Co, 90/04/19. Document Control Branch (Docu-
ment Control Desk). 2pp. 53591:120-53591:168.

-9004240185 Application for amend to License DPR-13 .consisting of Proposed Change
217,modifying sys to provide two electrical buses per 480 volt train w/addl manual
transfer bus.
RAY.H.B. Southern California Edison Co. 90/04/19. 26pp. 53591:122-53591:143.

-9004240188 Proposed Tech Specs,modifying existing sys to provide two electrical
buses per 480 volt train w/addl manual transfer bus.
* Southern California Edison Co. 90/04/19. 21pp. 53591:144-53591:168.

9004260212 Forwards application for Amend 181 to License DPR-13, consisting of Pro-
posed Change 222,revising Tech Specs re thermal shield replacement support sys

Document Control Branch (Docu-

posed Change 222,revising Tech Specs re thermal s
design.EncI proprietary rept withheld (ref 10CFR2.790).
RAY.H.B. Southern California Edison Co. 90/04/20. DC

ment Control Desk). 2pp. 53628:137-53628:192.

-9004260213 Application for Amend 181 to License DPR-13,consisting of Proposed
Change 222,revising Tech Specs re thermal shield replacement support sys design &
License Condition 3.M to continue monitoring program for Cycle 11 operation.

* Southern California Edison Co. 90/04/20.17pp. 53628:139-53628:155.

-9004260215 Proposed Tech Specs re Cycle II thermal shield monitoring program.
WIESEMANN.R.A. Southern California Edison Co. 90/04/20. MURLEYT. Document
Control Branch (Document Control Desk). 3pp. 53628:156-53628:158.

-9004260216 Requests withholding of proprietary "Thermal Shield Support Sys Design
& Replacement Plan," from public disclosure (ref 10CFR 2.790).
WIESEMANN.RA Westinghouse Electric Corp. 90/04/18. MURLEYT. Document
Control Branch (Document Control Desk). 10pp. 53628:159-53628:168.

-9004260217 Nonproprietary "Thermal Shield Support Sys Design & Replacement
Plan."

*  Westinghouse Electric Corp. 90/04/18. 24pp. 53628:169-53628:192.

9004260344 Provides schedule for transmitta! of overpressure mitigation sys amend
application.Submittal delayed until 900630 due to significant engineering effort re-
quired to reconstruct design basis & analyses required to support Tech Specs.
NANDY.F.R. Southern California Edison Co. 90/04/20. Document Control Branch
(Document Control Desk). 3pp. 53615:320-53615:322.

9004260357 Advises that response to 891031 request for add! info re Amend Applica-
tion 161 will be provided by 900531.Info involves review of instrumentation setpoint
drift data for components installed during Cycle 10 refueling outage.
NANDY.F.R. Southern California Edison Co. 90/04/20. Document Control Branch
(Document Control Desk). 2pp. 53615:154-53615:155.

9005030076 Informs of action taken by util in response to request to ensure that no
restrictions have been placed on employee,or ex-employee communication w/NRC.
BARRY.D.N. Southern California Edison Co. 90/04/24. Document Control Branch
(Document Controi Desk). 4pp. 53715:223-53715:226.xico, State of.
